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PART I sb 
APPROVED CONSTRUCTION CONTRACTS 
AJARDED BY REA BORROWERS 


Arizona 14P Cochise: Sulphur Springs Valley Electric Cooperative, Inc., ‘illcox, 
Ariz., to Vyne Brothers Electric Co., nc., J42 N. Cortez St., 30x 150.) rescann. 
Ariz., $277,926.34 for the construction of 59 miles 3-phase ACSI 69 kv single 
pole transmission line. Engineer (1) last page. PLHASH NOTE: NALS AND 
ADDRESSES OF SYSTEM ENGINE:RS are furnished on the last page of this bulletin. 
All numbers shown in ( ) space are keyed to like numbers listed with the names 
and addresses, 


Arizona 17F Graham: Graham County iilectric Cooperative, Inc., Pima, Ariz., 
two contracts, both to Vyne Brothers Electric Co., Inc., Box 150, Prescott, 
Arie toureowracti:, ~146.622.62 for the construction of 97.33 miles of line 
to serve 119 members; 2nd OREN 259,103.77 for the construction of 
51.57 miles of transmission line. Engineer for both (2), 


Golorads 39ABC Kit Carson, Section II: Kk. C. Electric Association, Hugo, 
UOre., v0 Goins, and Hon’ Construction: Co,, P. O. Box 159, Horton, Kans., 

p 567,451.24 for the construction of 520,77 iniles of line to serve 341 members, 
plus the conversion and removals on a total of 18.51 miles of line, 

Engineer (3). 


Iowa 19L idams; Adams County Cooperative Electric Co., Corning, Iowa, to 
PevtaeUitasevoms uruction UO., o22 Union Arcade Bldg., Des Moines, Iowa, 
$09,538.15 for the construction of 19.7 miles of line to serve 7 members, 
plus the conversion of 3/:.3 miles of line. Engineer (4). 


Kansas 7R Jewell: Jewell-Mitchell Cooperative Electric Co., Inc., Mankato, 
Kans., to B-Line Construction Co., 520 lst St., National Bank Bldg., Oklahoma 
City, Oklahoma., 763,038.80 for the construction of 618.4 miles of line to 
serve 740 members. Engineer (5). 


Missouri 68D&E Pulaski, Section II: Gascosage Electric Cooperative, Inc., 
Dixon, ifo., to James H. Drew Corp., 528 Architects Bldg., Indianapolis 5, 
Ind., «136,836.79 for the construction of 91,5 miles of line to serve 178 
members, Engineer (6), 


Montana 33 D Custer: Tongue River Electric Cooperative, Inc., 
tone Suilders, Inc., Box 5&1, Billings, iiont., 538,201.10 
construction of 39.2 miles of line to serve 24 members. 


for the 
Enzineer (7). 


(over) 


Paice eee, 


Nebraska S3E,F&G Custer, Section I\: Custer Public Power District, Broken 
Bow, Nebr., to Thompson, Height & Keister, 2006 N, Portland Ave., Cklahoma 
City, Okla., $235,981.17: for the construction of 200.8 miles of line to serve 
207 members, Engineer (5), 

Oklahoma 281 Pawnee: Incian Hlectric Cooperative, Inc., Cleveland, Ckla., 

to The Reinhart & Nonovan Co., 116 N.W. First St., Oklahoma City, Okla., 
*173,921.54 for the construction of 146,32 miles of line to serve 216 members, 


Oklahoma 33L Latimer: Kiamichi Electric Cooperative, dtiCiee “Lburton, Okla., 
to C. & Y. Construction Co., Ada, Okla., 5°02,560.92 for the construction of 
150 miles of line to serve 320 members, 


south Dakota 11K Pennington: ‘Jest River Electric Association, Inc., ‘all, 
S. D., to Commonwealth Contractors, Pierz, Minn., »31,742.50 for the 
construction (labor only) of 140 miles of line to serve 150 members. 
Engineer (8), 


South Dakota 26D1 & D3 Gregory: Rosebud Electric Association, In¢., Gregory, 
S. D., Dl contract; -tq Martin Engineering & Construction Co., 1550 1st Ave., 
North, Fargo, N. D., ~»416,972.87 for the construction of 421.7 miles of line | 
to serve 398 members plus conversion of 46.6 miles of line. D3 contract: 

to Ferguson-Diehl, 704 ‘est Lincoln, Jefferson, Iowa, ,»308,762.91 for the 
construction of 319.2 miles of line to serve 308 members, plus the conversion 
Of /.5amiles of line, Bnizineer for bovis 


Tennessee 53H Polk, Section I: Tri-State Hlectric Cooperative, Copoeriae. 
Tenn., to iiiller Construction Co., Vincennes, Ind., 545,765.20 for the 
construction of 156 miles of line to serve 458 members, plus the conversion 
and reconductoring on a total of 3S.4 miles of line. Engineer (¢),. 


Texas 50N Grayson: Grayson-Collin Electric Cooperative, Inc., Van Alstyne, 
Texas, to Irby Construction Co., cl7 So. State St., Jackson, iiiss., 
L66,863.85 for the construction of 21.5 miles of line to serve 8 members 
plus the conversion of 67.3 miles of line. Ensineer (10), 


be 


es 


NAMES AND AD. RESSES OF SYSTEM ENGINE:RS (Expl. Item 1, page 1.) 


1. 4H. Bohannan, ‘illcox, Arizona 

2 Price & Hawk, 1641 Broadway, Lubbock, Texas 

Dew =eeineineering Co. 25 south Grove St., Denver 4. Colo. 

4. stanley Enginecring Co., Hershey sldg., tiuscatine, Iowa 

5. Raymond H, Reed, 23055 13th St., Columbus, Nebraska 

6, Frank Horton & Co., Lamr, Mo. 

7. ‘jater Conservation Board, State of liontana, Helena, hiontana 
8. Flahart & Colgan, 6074 St. Joe St., Rapid City, S. D. 

¥s Patterson & Dewar, Rutland EBldg., Decatur, Ga, 

Demeooe 4. ward, 545 Nacol Bldg... Wichita Falls, ‘Texas 
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